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The Insuliter 



'•When the first fire alarm was 
turned in at 9:30 Wednesday 
night, there were 30 pounds of 
ice in this all-steel, Genera 
Electric refrigerator At 11 
p. m. electric current was shu 
off. At 8:30 yesterday morninft 
—nine hours later— the burne 
and blistered cabinet was opei 
ed and die ice found intact/ 




G, E, Refrigerator 



INSULATED WITH TNSIJLITK 

Goes through 1 tAe Wood-Fiber Insulate Board\ 

INTENSE FIRE 

and 

RETAINS ICE 



RECENTLY in the city 
of Columbus a raging 
fire destroyed the sales- 
room of Bard-Barger, Inc., 
distributors of General 
Electric Refrigerators. For 
three hours a blazing fur- 
nace raged within the 
building, playing on re- 
frigerator cabinets, blister- 
ing and blackening the 
porcelain exteriors — but 
inside, these cabinets re- 
mained spotless, undam- 
aged and cold. Nine hours 
after the current had been 
shut off — thirty pounds of 
ice were found intact inside 
one of these General Elec- 
tric refrigerators. That's 
proof of perfect insulated 
construction. 



BARD-BARGER, INC. 
GENERAL % ELECTRIC 

Refrigerator 

COLUMBUS, OHIO 
Soptember 17, 19*0 



; Mr. H. H. Strobusc 



Dear Mr. Strobuschi 

In reply to your 1 otter of September 6th in regard to 
the fire irtiioh we had tho night of June leth, please be ad- 
: twenty refrlgeratore went through this fire, 
rtiioh was in our rear basement, was praotloally iu 
y^ho hsYK of the fire .which burned for over four hours, and 
/ later was subwerged in eight feet of water for enother 
thirty-el3c hour*. Thie reflrigerator when finally drdgged 
out. with the addition only of a nevf attachment oord, re- 
frigerated perfeotly. The outside of the cabinet was some- 
what buakled tnft the Interior vies unhermed, 

W« are attaching a copy of oji jdvertisement which wo 
ran in our looal paper the day follwrtng. 

Truatin* thot this information will be of Interest to 
you, I am 

Very truly yours, 
BARD 4 BARGER. Inc. 



This General Electric refrigerator 
insulated with Insulite, is supreme 
evidence of insulation efficiency 
and durability that would be diffi- 
cult to equal — impossible to sur- 
pass. 



Autumn, 1930 
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^^eautiful ^^heatre 

at Lawrence, Kansas, Demonstrates the Adaptability of Insultte Acoustile 
to Modern Decorative Treatment 



'TpHAT Acoustile does more than 
J- correct the acoustics of a theatre, 
is evidenced by the pictures on this 
page. The Dickinson Theatre at 
Lawrence, Kansas, was recently treat- 
ed with 5,000 square feet of Acoustile. 
In addition to securing perfect sound 
reproduction, the appearance of the 
theatre has been greatly improved. 
This theatre is a unit of the Glen 
Dickinson, Inc. chain which operates 



through Kansas with main offices in 
Kansas City, Mo. The Smith Wood 
Products Co., North Kansas City, 
Mo., Approved Acoustile Contractors, 
supplied and installed the Acoustile 
on this job. This company, however, 
gives much credit for the satisfactory 
results obtained, to the assistance and 
co-operation of Mr. Cretores, who 
directed the work for the Glen Dickin- 
son, Inc. 



The Insuliter 



(fM^illion Square ^eet 



OF 

.» INSIILITE, 

Wood-Hber Insulating IBoard \ 




A scene in ^'Pointed Heels," 
starring Wm. Powell, Sheets'* 
Gallagher, Fay Wray, and Helen 
Kane, are also shown in the 
picture. This set was built 
with Insulite. 




Building the first sound stage on the Para- 
mount -Lasky lot. Two cars of Insulite were 
used in this structure. 



Administration Building and 
entrance to the Paramount- 
Lasky Studios, Hollywood. 

OINCE the coming of the talkies, 
^ things have happened in rapid 
succession out Hollywood way. Many 
famous stars of other days have done a 
"fade-out". Old methods of "shoot- 
ing" a picture have all been discarded. 
The methods for building sets and 
stages, too, has changed. "Sound" 
has become the big word on every 
lot in Hollywood. 

Wherever it is necessary to 
control sound, Insulite is a 
star performer. The effici- 
ency of Insulite in absorbing 
sound, correcting acoustics 
and shutting out noise, is now 
well known throughout the 
picture industry. 
Since the advent of the 
"Talkie'* in Hollywood, the 
Paramount-Lasky Studios 
alone have used over a mil- 
lion square feet of Insulite. 
Insulite was used in the 
buildings of ten great sound- 
proof stages on the Para- 
mount Lot to shut out all 
outside noise. Individual sets 
are built of Insulite flats, 
then they are given the dec- 
orative treatment required. 



Autumn, 1930 
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Oound Proof Stages 

\ IN HOLLYWOOD 

USE INSULITE FOR 
Sound Insulation and Sound Absorption 

IN constructing the sound 
proof stages at the Para- 
mount-Lasky Studios, all plans 
and specifications were prepared 
by the studious own architectural 
department, under the direction 
of A. C. Zoulis, Architectural 
Engineer. With the exception of 
one job, erected by Ralph E. 
Homann, all of the contract 
work on the Paramount Lot was 
awarded to Paul De Huff of 
Los Angeles. 

On these Insulite treated sound 
stages, many "hits" of the year 
were *'shot" including '*The 
Vagabond King", *'The Love 

The rear wall of one 
of the Paramount 
sound stages. The 
small balcony is the 
mixing room where 
a sound expert regu- 
lates the volume. 




One of many Insulite sets in "Par- 
amount on Parade" . The girls are 
singing "I'm in Training for You" 

Parade", "The Dance of Life" 
and "The jVirginian*'. 




Looking over the Insulite 
treated sound stages into the 
heart of Hollywood, Para- 
mount Studio grounds cover 
twenty -seven acres. 



8 



The Insuliter 



C^he Efficiency... 

^ o/lNSULITE 
Demonstrated IN OLD HOLLAND 



WHEN we think of Holland, to our mind 
come pictures of ancient wind mills, 
dykes, colorful tulip beds, a peaceful land of 
romance, but here's proof that the people of 
Holland also know how to advertise Insulite. 
During the past summer, Insulite exhibits 
were shown at Utrecht and Enshcede. To 
both these exhibitions, the public was at- 
tracted by extensive newspaper notices, by 
''Sandwich Men" who paraded the streets and 
by other intensified advertising methods. 
One of the features of the Holland exhibits was a dis- 
play of a series of tests which proved to visitors in a 
convincing way, the insulat- 
ing value of Insulite. 



Ganaar h 
Insulile-huisj^ 



lel m 

w f 





One of the "Sand- 
wich Men'' used 
to attract visi tors 
to the Insuh'te 
Exhibit. 





The Insulite House and exhibit at Utrecht, Holland 
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real Cattle Show 



AT COPENHAGEN, DENMARK 

Advertises in practical way advantages 
of Insulite in Farm Building Insulation 




Main Entrance, Copenhagen Cattle Show, 2930 



IN Denmark, pig raising is an import- 
ant industry and Danish bacon 
is paid a premium all over Europe, 
especially in the English market. 
With the Danish farmer, pig raising 
is a science and he demands the best 
for his stock. At the re- 
cent Cattle show in 
Copenhagen, 




the two leading firms that are build- 
ing pig houses all over Denmark dis- 
played their standard type houses. 
The roofs of both were insulated with 
Insulite, Over 300,000 farmers from 
every section of Denmark, Norway and 
Sweden visited this show 
and inspected these 
houses. 





The Sana Pighouse — Insulite 
roof ins ula tio n , 



The Elgaard's Pighouse with 
Jnsulite roof insulation. 
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^he ^porting ^orld 



IS ALSO AIDED BY INSULITE 

IN America, for many years, Insulite has 
been used for insulating the walls and 
ceilings of Gymnasiums, Swimming Pools, 
Bowling Alleys, etc. The well known sound 
absorbing qualities of InsuHte have made 
it a favored material in this type of construc- 
tion where it is necessary to control noise. 

Now from Europe comes word that the sport- 
ing world there is turning to Insulite. In a 
great brewery in Copenhagen (Pardon us, 
Mr. Volstead) the floor of the fencing room, 
one of the finest in the world, is insulated 
with InsuUte to deaden noise. In Stockholm, 
InsuUte serves the same purpose in a mam- 
moth indoor Tennis Hall. Knud Larsen, 




Knud Larsen, Danish Boxing 
Champion ''getting down to 
weight" in his Insuh'te 
Swea tbox. 

the Danish Boxing Champion, has 
found that Insulite makes an ideal 
sweat box as it holds heat so ef- 
ficiently. Truly the uses of Insulite 
are unlimited. 




The Copenhagen Brewery has one 
of the best fencing rooms in the 
world. Insulite was used under 
the linoleum to prevent noise 
penetrating to the rooms below. 




Atlas-Hall, Stockholm, used 
Insulite between the floors of 
the tennis court. Gosta Vide- 
gardf Engineer, Stockholm, 
was in charge of the con- 
struction. 
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oof Insulation 



REDUCES HEAT LOSS AND PREVENTS CON- 
DENSATION IN THESE MODERN BUILDINGS 



GREAT Corporations like General Motors, with highly efficient 
engineering and research departments, have placed the stamp 
of approval on Insulite Roof Insulation by specifying and using it extensively. 

The pictures re- 
produced on this 
page are just a 
few of the recent 
applications of In- 
sulite which prove 
this fact. 




Peoples State Bank Bldg., 
Pontiac, Mich., Architect, 
J. W. Cook Corp., Flint. 
Contractors — Everett Win- 
ters Co., Detroit, 8,000 
square feet of Insulite 
was used. 



State Savings Bank, 
St. Paul, Minn., 
10,000 square feet of 
i" Insulite Roof In- 
s ula tion was applied. 



The roof of this beautiful 
new building in Buenos 
Aires was insulated with 
Insulite. The Architect was 
Alejandro Burige and the 
builders, Perrone and 
Ayerza. 




One of the buildings 
of the Brunswick- 
Balke-Collender Co. 
plant, Muskegon, 
Mich. The Williams 
Roofing Co. applied 
25.000 square feet of 
1" Insulite Roof In- 
sulation. 



Olds Motor Works, 
Lansing, Mich., 120,- 
000 square feet of 
Insulite Roof Insu- 
lation was applied 
by the Mic h iga n 
Sheet Metal Works. 
Architects, Engineer- 

Showing the application of 14,000 square {"J Dept. General 
, , ^r. <• T _ Motors. 



feet of /" Insulite Roof Insulation on a 
building in Peru, Illinois, John Hanifern, 
Architect, Ottawa, Fred W. Gleich, Con- 
tractor, Peru. 
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n $80,000 Cattle Barn 

"INSULITED" INSIDE AND OUT 



Built 13 years ago and is in as good 
condition today as the day it was built 



OVER thirteen years ago, 
W. T. Tonner erected on 
his estate at Torresdale, Pa., a 
cattle barn costing $80,000.00, to 
house his prize herd of Ayrshire 
cattle. The owner claims that 
the barn has proved satisfactory 
in every way and looks the same 
today as the day it was complet- 
ed many years ago. 
In constructing^this^'mammoth 
barn, Insulite . was used as 




sheathing over which stucco was 
applied. On the interior. In- 
sulite was used as a base for 
gypsum. 

Mr. Tonner is a breeder of 
valuable cattle and states that 
the Insulite used in constructing 
his barn has paid for itself many 
times over by helping to keep 
his cattle healthy and comfort- 
able in all kinds of weather. 



What Insuh'te has done 
in this $80,000 barn it 
will do in the most 
modest building. By 
shutting out cold and 
dampness in winter, 
sweltering heat in sum- 
mer and improving 
ventilation, Insulite 
insures healthier cows 
and bigger milk pro- 
ducers . 




Two views of the $80,000,00 Cattle Barn on the estate of W. T. Tonner, 
Torresdale, Pa. Insulite used as sheathing and plaster base. 
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e Talkies Are Coming^^ 

WAS THE SIGNAL FOR MANY THEATRES IN 
ENGLAND TO BE TREATED WITH INSULITE 



WHEN the sign **The Talkies are 
Coming'* was displayed on the 
Walker Picture House in the Old 
English town o f Newcastle-on- 
Tyne, it meant acoustical correction 
was necessary. Acoustical experts 
were called in with the result that the 
theatre was treated with 12,000 square 
feet of Insulite. 

Theatres built a few years ago were 
designed without a thought that 
some day sound pictures would 
shown in them. As a result, 
theatres all over the world, even 
in far off Japan, are today using 
Insulite for acoustical correc- 
tion. 

And the use of Insulite is 
the most practical and eco- 



nomical method of solving an acous- 
tical problem. Expensive remodeling 
is unnecessary as Insulite Acoustile 
can be applied directly to the existing 
surface — it is attractive in appearance 
and is more uniformly efficient over 
the entire frequency range 
than any other 
material. 




Walker Picture House; NewcastJe-on Ty ne, England. 12,000 square 
feet of Insulite used for Acoustical correction was supplied 
by /as. Scott Sons. 
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Partial View of laying and trapnesting houses on M. Johnson's Poultry 
Ranch, Wichita Falls, Texas. 



(J^amous Poultry Ranch 



Wichita Falls^ Texas 



ON the M. Johnson Poultry Ranch at 
Wichita Falls, Texas, which, it is 
claimed, is ''The World's Largest'*, Insulite 
plays an important role. Twenty-five years 
of experimenting and success in the poultry 
business makes Mr. Johnson an authority 
on Poultry house insulation. He is a 
strong advocate for Insulite and now has 
116 of his poultry houses protected with 
this material. He recently ordered 46,560 
square feet of Insulite for additional build- 
ings. 

Mr. Johnson has been interested in poul- 
try raising since childhood but the foun- 
dation of the present successful business 
dates back to 1904. It was started with 
a capital of $15.00 and from that small 
beginning has been built two of the 
greatest poultry ranches in America. 
Today the M. Johnson's Poultry Ranch 
is a veritable *'City of White Leg- 
horns." The ranch covers a territory as 
large as the average city of 10,000 
population. 



Orders One Shipment 
of 46/560 Square Feet 
of INSULITE 




Mr. Johnson 

Originator and Breeder of 
the World-Famed M. 
Johnson strain of Single 
Comb White Leghorns and 
Founder and Owner of 
the World's Largest Poul- 
try Ranch. 



Autumn, 1930 
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cA. t ^air ^^Jxarvard 

Insulite plays a part in reviving an old tradition 

CooUdge, Shepley BuWnch Abbott, — 

Architects^ specify INSULITE in handsome 
$3,000,000.00 structure. 




Lowell House — Harvard University, Boston. 



IN the days when John Hancock was 
president of Old Harvard Uni- 
versity, the students lived and dined 
together. But as this ancient seat of 
learning and culture grew larger and 
Boston became a great city, the student 
body scattered and lived where and 
how they pleased. To revive the old 
tradition of community living, Edward 
Harkness donated approximately 
$15,000,000 for the erection of dormi- 
tory buildings along the lines of the 
student halls of other days. 
Lowell House is the first of a series of 



these dormitories, occupying an entire 
city block. It contains 560 rooms and 
cost $3,000,000. It is located on 
the north bank of the storied Charles 
River in historic Cambridge. This 
handsome building was designed by 
Coolidge, Shepley Bulfinch 8b Abbott. 
L. D. Willcutt & Sons Co. were the 
builders with George E. Myrick, 
Superintendent of Construction, Over 
100,000 square feet of Insulite was 
used for insulating the roof of the 
Lowell House. 
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cientific Germany T\ 




ENGINEERS AND ARCHITECTS NOW SPECIFY 
THIS ALL WOOD FIBER INSULATING BOARD 
FOR MANY DIVERSIFIED USES. 



German engineers are famous 
the world over for their ex- 
actness. Before they use and 
recommend a material, it is 
carefully scrutinized and analyz- 
ed. Insulite has passed this test 
and has received the highest 
endorsement from engineers in 
all sections of Germany. 

The wholesale distribution of 
INSULITE in Germany is in 
the very capable hands of J. F. 
Muller & Sohn, A G., Hamburg, 
established in the year 1795, 
and said to be the world's largest 
timber brokers. INSULITE is 
under the personal direction of 
Director Walther Morin, an out- 
standing figure in the German 
timber and plywood trade. 



Insulite reitinffs in a Wine Res- 
taurant, Leipzig, Arch. Dr. Eng. 
hi. Straumcr, Berlin. 




Special ceiling in a Lciprjig 
Restanrant hiiilt entirely of 
I nsiilite. 




A b 02 c, InsuUts 
booth, Leipzig 
Lhiildina Material 
Exposition. 



To the left, insul- 
ite Exhibit at a 
German Poultry 
Show. 
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\sts and Approves 





Iiisiilite AcoJtstical treatment of^ the 
sendint) room of the Sndfunk, Stutt- 
fjart. 



Banibcrffcr Salesrooms at Bre- 
men, sliOLviitff decorated Insnlite 
walls. 




Itr Booth at the 
f Exposition show- 
nous methods of 
latiiig Insulite. 




Insulitc ceilinqs and uaUs. 
Architects B. D. A. Bsch 
and All be of Mannheim. 




Parquette flooring over In- 
sulite, Villa of Prof. Kint- 
zingcr, Stuttgart. 



Acoustic treatment with In sv lite, 
,Siidde7itsche Rundfund A-G at 
Stuttgart. 



The picture at 
the right shows 
the quick and 
practical trans- 
forming of a 
bank into offi- 
ces. Insulite 
was used for 
partitions. B, 
D. A. Paul 
Brandes, Hajt- 
over, was the 
architect. 
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estaurants,,,. 

...in many parts of the world 



...ARE BEING IMPROVED 
IN APPEARANCE... MADE 
QUIET AND COMFORT- 
ABLE WITH Insulite 




Kingsway Cafe, Southport, 
Lancashire, England. 

The Architects of the 
Kingsway Cafe were J. 
A. Burroughs of Liverpool 
and the contractors. Bur- 
roughs Limited. Messrs. 
Owens Peck ^ Co. Ltd., 
supplied the Insulite. 



Mahaney's Cafeteria, 
Wichita Falls, Texas 



NOBODY enjoys dining in a room 
that is penetrated by the din of 
traffic and where the rattle of trays 
and dishes makes conversation impos- 
sible. That's why Insulite, with its 
well known sound absorbing qualities, 
has become a favored material for the 
interior finish of restaurants in all parts 
of the world. Restaurant owners 
realize that the easy, practical and 
economical method to improve the 
appearance of their establishment is 
to remodel with Insulite. Insulite, 
easily and quickly applied and with 
unlimited decorative possibilities, is 



an ideal material for this purpose. 
In Mahaney's Cafeteria, Wichita 
Falls, Texas, 2.200 square feet of 
Insulite were used in the ceiling for 
sound absorption. The owner of this 
cafeteria was sold on Insulite while 
visiting a roller skating rink in Wichita 
Falls which had been successfully 
treated with Insulite to deaden noise. 
The Kingsway Cafe in Southport, 
Lancashire, England, used 14,000 
square feet of Insulite as a base for 
Marb-l-cote in the partition walls and 
ceilings. 
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The^yjlfCedia Inn, 



MEDIA 
Pennsylvania 



— is COOL in Summer — WARM in Winter — 
and QUIET the Year Round 



IN no other type of public buildings 
are people so insistent upon comfort 
as in a hotel. The guest pays for 
protection against the weather'and he 
is entitled to accommodations that are 
quiet and restful. 

Insulite is especially adapted to hotel 
construction because it protects against 
extreme temperature, winter and sum- 
mer, and when used for partitions, 




noise in one room will not penetrate 
to another. 

When Herbert J. Patton decided to 
build a hotel in Media, Pennsylvania, 
he instructed his architect, E. K. 
Crowthers, to design a building that 
would give his guests maximum com- 
fort. One means of accomplishing 
this ambition was the using of over 
forty thousand square feet of Insulite 
for the walls, ceilings and partitions 
of the new hotel. Solidon was applied 
over the Insulite. 

Both the owner and the architect 
are highly pleased with the results 
obtained.] Since the completion of the 
Media Inn, the architect has specified 
Insulite on three other similar jobs. 



Above is a view of one of 
the stores in the Media 
Inn. To the right, a 
corner of the artistic and 
cozy lobby. Soh'don was 
applied over the In- 
sulite walls and ceiling. 
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ichigan 

STAT E COLLEGE 



Encourages^ by practical demonstrations^ the use of 
Insulation on the Farm. 



npHE Michigan State College, East 
J- Lansing, Michigan, is an enthu- 
siastic advocate of the use of insulation 
on farm buildings, particularly for 
lining poultry and brooder houses. 
Every spring this institution conducts 
a campaign during which model 
brooder houses are constructed in a 
large number of the counties of the 
state. These models are built by the 
state college crew assisted by local 
poultry raisers in the county. 
Of course, in all the brooder and 
poultry houses built by the State 
College, insulation is used and its 
necessity and value for successful 




Model Brooder House built by the 
Michigan State College. It is 
insulated with Insulite, 



poultry raising is strongly emphasized. 
On the State College experimental 
Farm at Augusta, twenty model 
brooder houses were constructed and 
lined with Insulite. On the Farm 
Campus at East Lansing, a shed type 
laying house has been built. It is 
28x240 feet and is lined with 10,000 
square feet of Insulite. 
At the Michigan State College, Insu- 
lite has been tested over a long period 
of years and the authorities report 
that they have found it extremely 
satisfactory for insulating all types of 
farm buildings. 




Model Laying House built by the 
Michigan S ta te College . Insula ted 
with 2,000 feet of Insulite. 




Shed Roof Laying House 28x240 feet on the Farm Campus of the Michi- 
gan State College. Insulated with 10,000 square feet of Insulite. 
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^^B^ritish government 

AIDS RESEARCH IN POULTRY HUSBANDRY 

Brooder House built entirely 
of Insulite meets severe test 



AMERICAN Universities are not 
the only institutions promoting 
the use of insulation in poultry rais- 
ing. At Harper Adams College and 
National Institute of Poultry Hus- 
bandry in Newport, Salop, England, a 
course of study is conducted in scien- 
tific poultry breeding under various 
experimental conditions. The Direc- 
tor of the College is Raymond T. 
Parkhurst, Esq., B. S. (Agr.) M. S. 
The British Government makes an 
annual grant towards the expenses of 
research and the results obtained are 
communicated to the ministry of 
Agriculture and all poultry federa- 
tions in the British Empire. 



Last year the Institute constructed two 
experimental colony brooder houses 
entirely of Insulite. In order to as- 
certain the resistance of Insulite to 
the elements, it was left unpainted and 
at the end of 12 months' exposure, it 
was found that the Insulite was in as 
good condition as the day it was^ap- 
plied. There was no indication of 
damp, warping or buckling. In a 
letter received from Mr. Parkhurst, 
the director, he states — **the houses are 
proving very satisfactory", and he 
anticipates that this Institute Brooder 
insulated with Insulite will be used 
extensively in the future, throughout 
the British Empire. 




One of the Insulite Colony Brooder Houses constructed by 
the National Institute of Poultry Husbandry of Newport, 
Salop, England. This picture was taken 12 months after 
the Brooder was built. Note the perfect condition of the 
unpainted Insulite. 
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Distracting oisBS 

SUCCESSFULLV SUBDUED \ O 

WITH v_y 

INSULITE ACOUSTILE 



X^UE to the location of its 
I / offices, the Calloway Fuel 
Company of Milwaukee, Wis- 
consin, was confronted by the 
most serious noise problems 
imaginable. On one side was a 
long row of coal hoppers with 
loadings going on all day. On 
the other side was a street with 
a car line and a constant stream 
of heavy traffic. According to 
Mr. Calloway **The noise was 
deafening and at times 
so bad it was sickening.'* 
In the hope that at least 
a part of this distracting 
noise could be subdued, 
Mr, Calloway treated 
the office with Insulite 
Acoustile. He writes the 
Insulite Co., "The rooms 
are now comfortable 
and habitable as though 



no exterior noise existed." 
Mr. Calloway is now applying 
Acoustile in the display rooms 
of the company offices as a prac- 
tical demonstration for prospec- 
tive users. 

The pictures of the Calloway 
Fuel Company offices repro- 
duced on this page are con- 
vincing evidence that Insulite 
Acoustile is pleasing to the eye 
as well as to the ear. 





Two views of the 
Offices of the Callo- 
way Fuel Company, 
Milwaukee, Wiscon- 
sin. Insulite Acous- 
tile was successfully 
applied to deaden 
dis trac ting noises . 
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Jjix^mhourg Palace 

HOME OF THE FRENCH SENATE 

installs INS UL 1 TE equipped Telephone Booths 



WHEN the Pilgrim fathers were 
building their huts of logs along 
the shore at Plymouth in 1620, Marie 
de Medicis, the second wife of Henri IV 
of France, was constructing a beautiful 
and gorgeous Palace in Paris. This 
famous building is known as Luxem- 
bourg Palace, one of the show places of 
Paris. It now houses the French 
Senate. 

For centuries this old building was 
preserved just as it was built but, 
recently, modern touches have been 
added. Telephone booths for the use 
of the Senators were installed in the 




Luxembourg Palace, Paris, 
France. Built between the 
years 1616-1620. Now the Home 
of the French Senate. 




ancient rooms. These booths 
are ultra-modern in c o n- 
struction. They are lined 
throughout with InsuUte, and 
the Senators can now con- 
duct a conversation without 
the danger of being over- 
heard and without being 
disturbed by outside noises 
penetrating the booth. 



Telephone Booths for 
the use of the French 
Senators installed in 
the ancient rooms of 
Luxembourg Palace. 
To permit private com- 
munications and to 
subdue disturbing 
noises, these booths 
are lined with Insulite. 
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Q^^^aryland Schools 



IN Prince Georges County, 
Maryland, all new school 
buildings are being constructed 
with Insulite Ceilings in halls, 
classrooms and auditoriums. For 
this purpose, Insulite has many 
advantages as the danger of 
falling plaster is eliminated, 
heat loss is reduced and the 
sound absorbing efficiency of 
Insulite assures quieter rooms. 
Upham & Adams of Washing- 
ton, D. C, are the Architects 



Use INSULITE 

For all ceilings in Halls^ 
Classrooms^ Auditorium 

for Prince Georges County and 
they are specifying Insulite on 
all County work. The Insulite 
is applied with bevel-edged panel 
strips made of Insulite and the 
finished job makes a very beau- 
tiful room. Both the architects 
and the school board are enthu- 
siastic over the results obtained. 



School at Riverdale, Md., Hicks 
Sons, Contractors. Baltimore 
Insulite supplied by James Lum- 
ber Company, Baltimore, Md. 




Above — School at 
M o u n t Ranier, 
Md., A. C. War- 
thens fir* Sons, 
Con tractors, 
Kensington, Md., 
Insulite supplied 
by Bethesda 
Building Supply ^^^^^^ Decatur Heights, Md. 
i^ompany. Contractors-~A. C. Warthens ^ 

Sons, Kensington, Md, 



The Cheverly- 
Tuxedo School. 
E. P. Dovel, Con- 
tractor, Landover, 
Md. , Insulite sup- 
plied by W. A. 
Middle ton Com- 
pany ,Brent\^ cod , 
Md. 
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Here^s Rear z^dmiral ^yrd^s 

Appreciation of Insulite Efficiency 



WHEN Rear Admiral Richard E. 
Byrd sailed away to "the bottom 
of the world/* he had stored in the hold 
of his sturdy ship several knock-down 
houses built of Insulite. On arriving at 
his base in the Antarctic, these Insulite 
houses were set up and for many, bitter 
cold, sunless days were the haven of the 
Admiral and his heroic crew. How well 
the Byrd Expedition survived the frigid 
antarctic cold, thanks to Insulite pro- 
tection, is now history. The scroll repro- 
duced on this page is a gracious testament 
of the great leader's appreciation of the 
efficiency of Insulite. 





Rear Admiral Byrd 
standing in front of 
one of the knock- 
down huts he used 
in the Antarctic. 



Below is a picture of 
one of the Insulite 
huts ready to be 
knocked down for 
shipment 
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The Insuliter 

inland Exhibit 

AT FAIR IN MILAN, ITALY 



FEATURES 

TNSTTMTE 

[ the Wood-Fiber Insulating Board J 

DISPLAY 



FINLAND is proud of the fact that 
the InsuUte Company will soon 
have a plant in operation in that coun- 
try. The Finland plant is now under 
construction and before long will be 
ready to supply the growing Insulite 
demand in Europe. 

At the recent International Fair in 
Milan, Italy, one of the features of 
Finland's Exhibit was an Insulite 
Display and the public was advised 
that Insulite would be manufactured 
in Finland in the near future. 




A corner of the Finland exhibit at 
the Fair, Milan, Italy, showing 
th e Ins u li te Display . 




The Finland Pavilion at the Milan Fair which housed the Insulite Display 
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In ^candinavia,, 

vl-^ the popularity of Insulite is ever increasing 



PJesner Davidsen ^ Co., Insulite Distrib- 
utors for the Scandinavian and Baltic 
Countries, develop wide variation of 
uses for Insulite in this market. 

IN no other part of the world was Insulite 
so quickly and enthusiastically accepted as 
in Scandinavia. One reason for this, perhaps, 
is because the cold winters make insulation a 
necessity for comfort. 

In some sections of Scandinavia, entire vil- 
lages are being insulated with Insulite. It 
is stated on good authority that at Oslo, 
where the wholesale distribution of Insulite 
is handled by the well known firm of Jens 
Frang, a very high percentage of the new 
homes being built are using Insulite insulation. 
Another reason for the diver- 
sified and increasing use of 
Insulite in this territory is 
undoubtedly due to the ag- 
gressive policy of Plesner 
Davidsen 86 Co., wholesale 
distributors for Insulite in 
Scandinavia. The caricature 
of Mr. Davidsen reproduced 
on this page was sketched by 
a well known artist and ed- 
itor, Bigge Lundquist. 




This Stockholm house used Insulite throughout, both as sheathing and 
as a base for plaster. The builder was Axel Holmer. At the bottom of 
the page is a view of a]new residential district in Oslo. All the buildings 
in the picture are insulated with Insulite, 
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Present Plant of the Stearns Lumber Co., Hutchinson, Minn. 



teams Lumber Co. 



MAKE IMPORTANT ADDITIONS 
TO RETAIL PLANT 



Growth of long established firm 
reflected in new buildings. Detach- 
ed Display Rooms a novel feature. 

RECENT improvements and 
additions to the retail 
establishment of the Stearns 
Lumber Company of Hutchin- 
son, Minnesota, make this one 
of the most complete and up- 
to-date plants of its kind in that 
section of the country. 

Perhaps the most interesting 
feature of the Company's im- 
proved facilities is the display 
room — housed in a separate 
building devoted exclusively to 
display. 

The display room is 12x16 feet, 
and the two big plate glass 
windows afford opportunity for 
effective window displays. These 
display windows are used not 
only to exhibit the company's 
own merchandise, but, from time 




Insulite exhibit in the windows 
of the Display Room of the Stearns 
Lumber Company. 



to time, the space is donated for 
the use of other organizations 
and institutions such as the 
public schools, library and the 
American Legion. By thus co- 
operating in worthy projects, 
the company manifests its com- 
munity spirit and builds good- 
will. 
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^ New Angle 



IN TNSTTT JTF 

^ I /he Vbocfnier /»su/aiinji 'Board \ 

dvertising 



3,000,000 Wood-locked air cells 
to the square foot — that's what 
makes Insuh'te so efficient. 

IT'S a well known fact that 
all thermal insulating ma- 
terials achieve their efficiency 
through dead air cells which 
act as non-conductors of heat. 
Scientific count shows that 
Insulite contains more than 
3,000,000 of these cells to the 
square foot. And remember, 
these are not ordinary dead 
air cells, but strong, enduring, 
woodlocked air cells. That 
means real insulating effi- 
ciency. The strength, dura- 
bility and efficiency of Insulite 
are well known the world 
over, and this recent count is 
another convincing factor that 
will help build sales for Insu- 
lite dealers everywhere. The 
Insulite metal Plaque is 
another valuable sales factor 
for Insulite dealers and home 
owners. This Plaque is given 
free to all owners who insulate 
their homes with Insulite. It 
is permanently affixed in some 
inconspicuous place in the 
house and is proof that endur- 
ing insulation has been built 
into that home. It is valu- 
able evidence of enduring 
insulation in the event he 
should desire to sell his home. 




A reproduction of one of the full 
page Insulite Ads now running 
in National Magazines, This ad 
and similar ones are reaching 
millions of readers every month. 




Think of it — there are more than 
3,000,000 enduring wood locked air 
cells in every square foot of Insulite. 
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The Insuliter 




is &cean L^iner 

NEVER LEAVES PORT 

Sea Horse Yacht Club, Rye, New York 
used 18,000 Square Feet of INSULITE 



THE exclusive Sea Horse Yacht 
Club, Rye, N. Y., wanted a home 
as exclusive in architecture as the club 
is in membership. A glance at the 
pictures of the completed structure will 
convince anyone that they succeeded. 
In the dusk of evening or on a misty 
day the building looks like a great 
ocean liner at dock. 



The architect of this unusual Club 
House ^vas Kenneth Murchison, New 
York City. Mr. Murchison specified 
Insulite for this job and over 18,000 
square feet were used as a base for 
plaster. Floyd M. Cordona was the 
builder, and the Port Chester Lumber 
Co. supplied the Insulite. 
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J^eeping COOL 

1 ^Lwith 



fNSTTTJTF 

; r/t^ Ubod-Fibvr /nsu/atmij 'Board \ 



IT'S true, Insulite keeps us warm in 
winter, but the insulating effi- 
ciency of Insulite is equally important 
during the hot, sweltering days of 
Summer. Insulite makes possible 
the transportation of perishable food 
across great blistering deserts. Almost 
50,000 refrigerator cars have been 
insulated with Insulite. Numerous 
manufacturers of refrigerator cabinets 
use Insulite insulation. Great cold- 
storage plants in every section of the 
country are lined with Insulite. And, 
of course, the home insulated with 
Insulite is always cooler in summer as 
well as warmer^ in winter. Insulite 
efficiency works the year round. 




This "Tavernette" bottle dis- 
penser is automatic. The 
customer drops a coin, turns a 
crank and receives a chilled 
bottled drink. The cabinet 
is insulated with Insulite. 
The electric refrigerating unit 
dry cools the beverage to about 
40° F. 




The Storage plant of the Consumers Ice Company of New Castle, Ind., is lined with 
several thousand feet of 1-inch Insulite supplied by the South Side Lumber Company . 
It is necessary to keep a temperature of 26 degrees in this storage house at all times 
but during the extremely hot weather of the past summer, the Consumers Company 
found it easy to maintain a temperature of 16 degrees. Moreover, only a material like 
Insulite, chemically treated to resist moisture, could hold its insulating value under 
such severe moisture conditions. 
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Philadelphia Architect 

favors INSULITE 

FOR INSULATION AND 




S. A. Brian Baylinson, Philadelphia, Architect, preaches what he practices. Mr. Baylinson 
not only uses Insulite in the homes he builds, but preaches Insulite and its superior features to 
his friends. Mr. Baylinson designed the home pictured above for a well known pianist ot Menon, 
Pa. Insulite was used for acoustical correction and sound absorption. To date no complaints 
have been received from the neighbors so the sound deadening qualities of the installation must 

have been successful. 




In this beautiful colonial home of H. N. Bush, Flint, Michigan, over 13,000 square feet o. 
Insulite were used as sheathing and plaster base. A. Jackson Fisher, the contractor, states 
that he used Insulite as a plaster because of its high insulation qualities and because of the 
perfect way Insulite bonds with plaster and eliminates cracks. E. W. Byers, Flint, Michigan, 
was the architect for the Bush residence. 




BUILDERS EXCHANGE 
MINNEAPOLIS, MINN. 




you 



WANT TO SELL YOUR 
HOME? 



IF YOU expect your home to have the proper 
re^sale value you must be able to prove that 
it's well built and efficiently insulated. Now-a- 
days, mortsage loan companies, home buyers 
— everybody appreciates the importance of 
home insulation. 

Once your home is completed you can't show 
the insulation that's built into the walls. That's 
the reason for the new Insulite Metal Plaque 
affixed in an inconspicuous place in the home 
insulated with Insulite. This Plaque is "enduring 
evidence of enduring insulating" built into your 
home — guaranteeing the amount of Insulite 
insulation used. 

EFFICIENCyj 3,000,000 
WOOD-LOCKED 
AIR CELLS TO 
THE SQUARE 
FOOT. . . 




it's important that 

y "u use Insulite in- 
sulation because of 
its strength, durabil- 
ity, and above all its 
efficiency. All ther- 
mal insulation materials achieve their 
efficiency through dead air cells which 




act as non-conductors of heat and sound. Insulite, 
a full half inch thick insulation board, m^de from 
strong, tough wood-fibers contains more than 
3,000,000 wood-locked air cells to the sq. ft. 
Think of it — in every square foot of your In- 
sulite walls and roof, there are 3,000,000 wood- 
locked air cells defying the winter cold and 
summer heat, reducing fuel bills and deadening 
noise. 

INSULITE INSULATION 
IS ECONOMICAL 

And not only is Insulite efficient, but it ii also 
economical insulation that is not an expensive 
"extra", for it takes the place of non-insulating 
materials and insures a saving on fuel through 
all the years to come. As sheathing, Insulite has 
several times the bracing strength of lumber 
horiiontally applied. As plaster base, Insulite 
guards against unsightly cracks and grips plaster 
with more than twice the strength of wood lath. 
Insulite is chemically treated to resist moisture, 
fire, vermin and rodents 

Remember, tht insulite Plaque in your home 
will prove a valuable sales help should you ever 
decide to sell. Let us send you free our inter- 
esting booklet, "Increasing Home Enjoyment." 
Write for it today. Your local lumber dealer can 
supply you with Insulite. 




ENDURING 
EVIDENCE 

OF 

ENDURING 
INSULATION 

The Insulite Plaque 
pictured above is "eri' 
during evidence of en- 
during insulation" built 
into your home . . . Cut 
into the metal is the ad- 
dress of the house, and 
the amount of insulation 
used. 



THE INSULITE CO. 

{A Backus-Brooki Mmir}/} 
ItM BuMm Exthingi, Dipt. 40K 
Mlnntipollt, Minn. 

Oj^cts in Alt Principal Cities 



Please send me i sdmple 
copy «f your free bookie 
Enjoyment" 



oF InsuliU 



Insulite resists cold, 
heat, noise and 
dampness 



insiiijtje; 

[the Wood-Fiber Insula ting Board I 



Makes yaur home 
warm in winter, 
cool in summer 



Advertisements like the one pictured above are being run in full page or two column size in such 
magazines as House Beautiful, Literary Digest, Collier's, Popular Science Monthly, etc. 
Advertisements appropriate to each field are also appearing in Farm, Architectural, Building and 
specialized publications. Notice the new proof of Insulite efficiency — that it contains more 
than 3,000,000 wood-locked air cells to the square foot. 
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INTF RNATION AI 

ASSOCIATION FOR PRESERVATION TECHNOLOGY 

www.apti.org 

For the 

BUILDING TECHNOLOGY HERITAGE LIBRARY 

https://archive.org/details/buildingtechnQlogyheritagelibrary 

From the collection of: 



Tulane 
University 



Southeastern Architectural Archiv^e 

Speoal COLLECnOXS 
HowAiiD-TiLTON Memorial Library 



http://seaa.tulane.edu 
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Advertisements like the one pictured above are being run in full page or two column size in such 
magazines as House Beautiful, Literary Digest, Collier's, Popular Science Monthly, etc. 
Advertisements appropriate to each field are also appearing in Farm, Architectural, Building and 
specialized publications. Notice the new proof of Insulite efficiency — that it contains more 
than 3,000,000 wood-locked air cells to the square foot. 



